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4 June 1947 


Colonel Louis J. Fortier 
Araed Forces Staff College 
Norfolk 11, Virginie 


Dear Louist 


nothing better than to have you and Lolidelle come up 
here. Meanwhile, if we can do anything for you, please 
let us know. 
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